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From the Evening Pofis, Fuly 7. 
Vienna, Fuwe.20. 


. 1%. Thoufand impesial Tsoops filed off Ye- 


fterday towards Tyrol, ia their way to Na» 

ples and Sicily ; there being much Syfpicion 

f a Defign by Spain againft one of the faid 

> Kingdoms, incafe they cannot efied the Set- 
tlement of Don Carlos in Tufcapy. They write 


. from Belgrade, thac the Ottomans on the other Side 


ofthe Danube were aflembled in feveral Bodies; 
and that they pointed their Horft-Tail towards 
Chriftendow. ay 
Hamborg, Falyia1. Letters from Dantzick ad- 
vife, that Duke Ferdinand of Courland dicd lately 
at his Country Pajace near Libau, aged 76. 
Vienna, June 28. Yefterday arrived an Exprels 
from Rome, with Advice that Cardinal Falconieri, 
the fi: Cardinal that Benedi XII. made, was e- 
leGied- Pope. He is a Native of Rome, and is. 73 
Years old. Two Days ago the Boglifh Refideut 
Mir. Robinfon received an Exprefs from London; 
wherevpoy he went immediately to the High Chan- 
cellor Count Zinzendorf, who hurried away to the 
Covrt, aod bad a Conference fortwo Hours with 
his imperial Majefty ; but whether any Expedicne 


» be yet found out to bring about an Accommoda- 


tion, we kaow nor. Mean time the raifing of Re- 
ervits for the Bmperor’s Service is carried on with 


all Vigonr. 
Paris, Fulyt1. The Regiments of Horfe in the 


. .$ French Camps, will begin to march to their for- 


mer Quarters the 20th inft. and will be entircly 


decamped by the 1ft of next Month. 
' London, Fuly 7. Sit Charles Hotham is expeQed. 


- over fhorthy trom Berlin. 


We hear from Briftol, that the Regtiment quar- 
tered there had recived Ordeas to march to Hon- 
flow to be reviewed by the King, and chat they. 
wereto return thither again: But that a Notion 
haviig prevailed among them, that they were to 
be hipped for the italian Expedition, about 30 of 
em had man{ully deferted, to fave their Honour, 

Bofton, Decem: 22. Saturday laft our Lieutenant, 


“ Governor adjourned the Great and General Court 


of the Affémbly, having firft given his Affent to an 
A& for exempting Anabaptits and Quekers from 
being taxed for Sopport of the Minifterial Chatge. 
Dublin, Yune 30. Col. Francis Fargohar is arrive, 
ed here, who is Lt. Colonel of Major General Sut- 
ton’s Regiment of Foot quartered in Galway. 


 Wye’s Letter Verkatim, London, 9 Fuly « 
Since our laG arrived a Mail from France, and owe {7vim 
Flanders. . ; 


* Etters from Madrid of the 27th paft, by the 

French Mail advife, that the King of Spain 
has ordered, that no Bnglifli Packet: boat thal ens 
ter the Groin till fhe has taken @ Spanithh Guard 


on board, which is not to.quit her till the fets-fail 
from thence. The like Orders areexpedted at Ca: 
diz and other Ports, to. Wider the clandeftine 
Trade which might other earcied on by the 
Mafters of thofe Ships or the Pafleogers.. They 
add, thatthe’ Tranfports de for the Embars 
kation.ofSpanifh Troops which are'to go to dtely 
are failed ‘from Cadiz to Barcelona, ‘where. the 
King’s Commiffaries-ar€ already arrived. _. 


"Agreesdte to what we ay on @. Graad 





Covacil isjto be, held this Day on Affairs of high im. 
portancy, at which Sir Robert Walpole, who 
béetfent for by “Bx prefs from: Pate - Z 
arrived in Towa laft Night is to afi, as alfo mo® 
of the Lords. ..2" 

Weare told that the King of France’s Cchinee 
Cottier arrived laft Tuefday at the Count de Broge 
lio’s Haovfe from Paris, with Difpatches of greag 
Mement, and that Yo-morrow the id-C is 
to retira to Paris ;.and’tisTug 
with him an Accoont of Re 
General Council. Mean dine, 
of a: War increafe, the*iniperor have 
a negative Aufwer to the Ukimatym. 
fterday our Merchants fh 
not 4 little farpr 
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Allies of Seville were in a Hurry removing their Ef- 
feéts to Genoa ; and that a great Quantity of Cora 
in particular belonging to the Englifh, was actually 
fent away, as being moft likely to be fir ft feized by 
the Imperialifts, who were grown very mumerous 
on the Frontiers of Tufcany, and are ready to en- 
tef that Dutchy on the firft News of the Spaniards 
embarking their Troops, which they at Leghora 
knew not how foon might happen, and how f{peed- 
ily the Spanifh Fleet might even appear on the 
Coalt of Italy, confidering their forwardnefs and 
Zeal for their favourite Expedition, and that it 4s 
not above 4 Days fail from Barcelona, fuppofing 
they thould not wait for their Allies, which fome 
at Leghorn were not without Apprehenfion might 
be the Cafe. : 
Thefe Accounts, together with that mentioned 
in our laft, of two Oftend Ships being blockt up in 
India by ours and the Dutch, give Occafion for 
fome People to inftill Fears and Jealoufies, and-to 
fuggeft dangerous Confequences. 
: It was not till this Afternoon that Sir Robert 
Walpole arrived from Norfolk, and went directly 
to’ Windfor, to be prefent at the Council to be held 
this Evening, on the Subje& of the ie 
brought as abovementioned from,France. Whether 


they relate to Peace or War, alittle Time will dif- 


cover. i 
» ‘Mean while three more Tranfports came Yelter- 
‘day into the Downs, and the reft have paft Gravef- 
end, to embark the Forces at Port{mouth and Ply- 
mouth. att 
- According to what is privately difcourfed, the 
Parliament will be‘called to fit fooner than was ex- 
peated: : 
’Tis faid the Barl of Deloraine will have the Re- 
giment of Horfe latelyGemeral Maccartney’s, who 
was buried this Evening in Keofington Charch ina 
_ private Manner. ; 
* Thedeveral Officers of the Garrifons of Gibral- 
tar-and Pertmahon, have-Orders toembark aboard 


the Franfportsfor their refpe&ive Pofts. 


a 


elie UBS. 103, 


+ The Earl of Aibemarle, ’tis faid, defigns to go 
as a Volanteer with Dorn Carlos toltaly. 

~ There is afore of Hurry in Bxchange Alley on 
gccount ofthe Alteration inthe Stocks; which are, 
14th. Bank, 141. dIndia, 187, 1 4th. 
From tke Evening Pofts, Fuly 9° 

Berlin, Fuly 8. Yefterday the King was prefent at 
the Feaft which Prince Galiczio, Ambaflador of 


Ruflia;. gave on occafion of his .Miftrefs’s Coronati- 
om. The Kiag has refolved to have next Spring 
near this City a Camp of 20 Battallions and as ma- 
ny Squadrons, and another of 10 Battallions and 
40 Squadronsin Proffia, and thefe Troops are to 
pafs in Review before his Majefty, and make divers 
Evolutions, &c. 

Genoa, June 20. The Mafter of a Ship arrived 
here from Barcelona reports, that he left there 10 
Spanifh Men of War, 7 Galleys, and ‘about 60 
Tranfports, all ready to put to Sea. 

Port/mouth, Fuly6. Two Companies of Brigadier 
Kirk’s Regiment have been here fome Days, and 
the 8 remaining Companies are expected in Towa 
this Day ; and Brigadier Groves’s is expected ina 
few Days. Whether they yo on. board the Tranf- 
ports here, or go over tothe Ifle of Wight, is un- 
certain’ 

Leghoru, Fune 24. They begin to defpair of redu- 
cing by fair Means the rebellious Highlanders in the 
Ifle of Corfica, being now above 20,000 in Arms, 
They demand of the Republick of Genoa, to yield 
them in full Sovereignty all the Territory between 
the Rivers Liamon and Tavignan 5 That the Geno. 
ef Garrifons be withdrawn out of the Ifland, and 
that the Authors of the new heavy Impofts be deli- 
vered up tothem, &c. The Rebels are well pro- 
vided in all manner of Ammunition, which makes 


it believ’d they are privately fupported by fome Fo- | 


reign Power, 

Hamburgh, Fuly 11. They write from Domitz, 
that the Governor of that Fortrefs had taken a. 
way all the Provifions and Forrage he could find 
2 Leagues round, and carried them to Domitz. 
The Troops of Execution in the Neighbourhood 
of Sweria have been augmented to 1800 Foot and 
660 Horfe. 

Hague, Fuly14. We have the Mortification to 
hear, That the Emperor has returned a Negative 
Anfwer to the Ultimatum of the Seville Allies, and 
that an Exprefsfrom Vienna paft thro’ Bruffels a 


few Daysago, on his way-to Paris, with the faid © 


Anfwer. 

Weare told on the other hand, That an Agree- 
ment has been made with France that the Avftrian 
Netherlands fhall not be attacked, and that it is 
for this Reafon their H. Mightineffes make no more 
Hafte to reinforce the Garrifons of the Barrier Pla- 
ces) The Truth of which, however, we will not 
watrant. — a 


Bilore 
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Norwich, Fuly 4. Jofeph Abaifci, and John Hem- our Guard de Coftas having taken 4 Fregats snd 
mer, Priacesof Mount Libanns in Syria, arrived § Sloops belonging to the Dutch, alfo an Kuglith 
in this. City laft Tuefday from Yarmouth, having Sloop anda Snow: They were very rich, comput- 
his Majefty’s Letter recommending ’em to all Prin- ed worth 300,000 Dollars, and were all found tra- 
ces, Kings, &c. in Alliance with his Majefty, and ding on the Coaft, except the Snow, which was 
to all his Majefty’s Subjects. They and their Prede- going with Negroes for Carthagena, but was made 
ceffors having upwards of7oo Years maintained Prize of, for having a confiderable Quantity of 
the Chriftian Religion, and converted fome Thou- WoolenGoods on board. 
fand Turks to the Chriftian Faith, which fo far All the Ships taken up for his Majefty’s Service, 

rovoked the neighbouring Turks, that the Bafha’s are ordered to be ready Tomorrow. ‘ 

of Damafcus, Tripoli &c. came in the Night by From the Daily Poft- Boy, July 9. 

Surprize, and deftroyed their Churches and Pala- - Naples, June 20. On Tharfday laft the two Gal- 
ces, and their Plantations of Mulberry Trees; by lies of our Squadron return’d hither from Meflina, 
which their Silk Manufacture was fupported, alfo whither they carried General Wallis. We hear 
their Crops of Corn, and wafted their Country. thatthree German Battallions and the two Inde- 
The reigning Prince is rebuilding the Towns, and pendent‘Companies. are arrived there, and that 
the two Brothers are applying to Chriftiam Princes through the whole Extent of that Kingdom they 
for Affiftance. : are making Preparations for'a War, which they 

Londou, fuly 9. Laft Monday died at Hammer- believed to be inevitable. The Letters from Man- 
fmith in Middifex, in che goth Year of ‘his Age, fredonia import, that fix more Tartanes were ar- 
— Keith, Efq; a near Relation to Sir William rived there from the Coafts of Auftria, and that 
Keith of Ludgaharn in Scotland, Bart. And his they daily expected the reft: Yet according to fome 
Corpfe is to be carried out of Town next Sunday Advices, there would not be any further Tranf= 
for Peebles in Scotland, to be interred with great portation of Troops, the Emperor having fént 
Pomp and Solemnity. _ Orders to Fiume to fufpend the Imbarkation. The 

Saturday next the Rt. Hon. the Earl of Delorain, Regiment of Dragoons of Saxe-Gotha, which has 
‘Knight of the Bath, Major General of his Majefty’s been quartered in the City of Averfa and in the 
Forces, and Colonel of a Regiment of Foot in Scot- Abruzzo, is march’d to guard the Coafts of Cala- 
land, is to kifs his Majefty’s Hands at Windfor, on bria, and a Regiment of Cwirafliers is expeéted in 
his beiag made Col. of the Regiment of Horfetate- their Place, which we hear is already arrived in 
ly commanded by Lt. General Maccartney deceaft, the Ecclefiaftical Territories, with Horfes to re- 
on the Irith Eftablifhment. movat the other Regiments that are in this King- 

We hear the Barl of Deloraine will be fucceeded dom; where we are putting all Things iato the 
in his Regiment by Brigadier Sutton. beft Pofture of Defence,.expe@ing to be fhortly 

Lt. General Whetham will, we near, be made attack’d by an Enemy. {it is written from Leo- 
Governor of Portfmouth, in room of the faid Lt. niffa, a Town inthe Province-of Abruzzo on the 
General. Frontiers of Ombria, that on the 12th they hed 
_ Laft Tuefday at the War-office, feveral young a moft violent Hurricane, which was followed by. 
Officers of the Companies of the Invalidsin Garri- an Earthquake, that had thrown down above half 
fons, received their Inftrutions relating to their the Houfes of the Town, and that above three hun- 
Exchanging with the ancient Officers of marching dred of the Inhabitants had been buried under the 
Regiments bound for Italy. _ Rains. 

Yefterday the Lords Commiffioners of the Admi- — Dantzick, June 21. The Imperial Commiffion of 
ralty put his Majefty’s Ship the Princefs Lovifa in Roftock has caufed to be torn down the aft Man- 
Commiffion, and Capt. Digby Dent was appointed date which the Duke Charles Lecpold of Meclem- 
Captain. burg had poblickly affixed ia fevera)- Places of his 

We hear that the Beginning of next Week 3 ot 4 Dutchy, who had inlifted Peafants for the Service 
more Men of War will be put in Commiffion for ofthat Prince. The Mufcovite Troops that are 
the Italian Expedition. eo quartered on the Frontiers of the Great Dutchy 

Cadix, June 27. An Advice-boat is arrived in 84 of Lithuania, are ordered to get themfelves ia rea~ . 


Days from Carthagena. She brought Accounts of dine; 





dincts to march, which makes os believe they wil 


trempt, fome Baterprize in favour of the Duke of 
Sie ianibers, of the Youperial Commiffion conti- 
noes to demand the. Expences of the Execution, 
which, they p fhall be paid’ them before they 
retire with their Troops. 3 
dinbur 14. We have it from Aw 
anny, ce Teditel Falconer (now ene be 
rais’d to the Pontificate) is originally of Scots Bx- 
tra@, and a Defcendent of the Ancient and Noble 
Family of- the:Lord Falconer of Halkerton, in the 
Shire of Mearnsor Kincardine, 


_ Haddingron, July'10, 17306 
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Ba iid Ae 2 ee Aer fous 
ADVERTISEMENTS 
By ADJOURNMENT, 

By the Triftees for MERCHISTON and LETHEM 
cafeer Be SRT lying in thePatih fMi 
: 3 : arifho 
4 yor sre: Fife, and Peinds of the fame, holding 
Gah Ba Scoe Money tec Bais o Quee “Asay Pa 
’ s & ; le 
‘Lat DSTANES and GREENSHEILS, iy. 
fg inthe ‘Pe oe'at Mane” Barony of Citawath, ach 
Lanark, holding’Feu of the Laird of Carnwath 


ies aca 668.06 oS Scots of Money, anda 
ro! is and haifa Chalder of Bear 

Aad aio; aT EMPLE-LAND inLamiogton, paying 2.16 
Saari, tod waiting of Oe ti of Haddington. ARE all 
fo be Capote (feparately: } to Roup and Sale by the faids 

: Tra On Friday the Thirty-firft fon. in William Gray's 
ri Fat ‘the Head of Borthwick’s clofe, Edinburgh, 
 betwixe the Hours.of 3&5 inthe Afternoon, The Renta 
Progtets, with ‘cits and Conditions of poup a the fe. 
efts, are tohefeen in the Hands of J'a i HA. 

OM, Writer to the Signet and Clerk to the {aids 
Edinburgh, Fuly 10. 1730, 


iChaniber ia the Luckenbooths. 
‘Phe BARONS of His Majefty’s Court'of EXCHE- 
That they intend to expofe to Sate, 
Rion, on Weidnefday the 2gch Int. at 12 of 
re Exchequer Court, the Real Effates of 
Seaforth and Fobn Grant late of Glenmo- 
vers Entry thereto to be at Martinmafs 
¢ entitled to this prefent Crope and 


¥ 


’ 
cd 


|e 


houfe, and at Mr, Alexander Symmer s’s Shop in the Parliament-Cofe. 


vertifements aad Sub/criptions are taken ig. 


$20) J 
Yeatipsb. Asalfo, ais 





fame Time and. Place, T 
will expofe to Sale the of the ‘Tt Morte fad E. 
fiates. The Particularsof which Efates, and Atticlesand 
Conditions oP Sales, to be feen in the Hands of Mr. BOWLES. 
Deputy Remembranetr. 


tit That the HOUSES, YARDS and othersin the Ci- 
tadel in Leith, which belong’d to Capsatn Fobs Brown PAP 
to be Sold by Roup re the ‘Lords of Seffion, This Af 
ternoon, at Three of the-clock. 


the Truftces for the Creditors of David Ear} 

” ° NOR bat ESK: - f 

The Creditors of the faid Ear! who have nor 
their Interefis, arehereby defir’d to produce at mar 
twixt and the Firft of Anguft aext, inthe Hands of Wiliam, 
Forbes Writer tothe Signet, Cterk to the. Submifiion be. 
twixt the faid deceaft rai) and his Creditors: Otherwife 
the Arbiters, being immediatly after faid Pir ft Day of Aue 
suft next to proceed im the Ranking, with rank the Cree 
Shors producing, withont aay Regard tw thufe not produ. 
cing. . 


q)¢ That the Lands of EaSer.Marburabead, of Z, 538, 
06, 08 Scots of yeafly Rent, with a convenient Dwelling 
Houfe two Storeys high, with good and convenient Office 
houfes, all lately repaired, and fome planted firle incio- 
fares. The Lands. ot Wefter-Harburnbead, L. 266 13.04 
Middle Main, L. 72 44, 04; 16 Boils Meals lying contigu- 
ous, The Lands of Brofetrig and Sandiegate, Z. 109 Mo- 
neyy 10;Bolls Meal, 1 Boll Oats; a Pendicle thereot cali'd: 
Bedi vord, E.26 06-8 Money, 4 Bolls Meal. The Lands 
of Well-beads of Williamffon, L. 191 02,04 Money, 10 Bells 
Meal, yearly Rent; ail dying in the Parithes of Mid and 
Weft Calders, and Sheriffdom of Edinburgh; aii (et to 
good and (ufficient Tenants, at the above Rent, conform 
to Tacks, To be holden Peu of the Crown, of of theRigit 
Honourable the Lord of ‘Forphichch: ARE to be Rouped' 
and Sold upon the FIFTEENTH Day of JULY. inflanc, 
in the Houle of Robert Broun Vintner in Ediaburgh, be- 
twixt the Hours of 3 & 4 after Noon, joiatly or feparately, 
as hereto fubjoined, in four different Parcels; and to be’ 
fet up at eafy Rates’. The Rental, Progrefs, and the 


Sy Conditions of Roup, are to-be.feen in the Hands of JAMES 


SCOT Writer in Edinburgh, at his Houfe in Byres’s Clofe. 
or George Dick Writer in Mid-Calder, Nose. The Land¢ 
are very improvable, being partly Muir and partly Dales 
Lands; a Slate Quarey in the Lands ot Eafter. Harburnhead, 
Mofsin feveral of the Mailings, and a Lime Quarey inBack.: 
fionefoord, and tying nearto feverat Coa) heughs: 

1. Eafler Harburnbead and Middiesmuir. 

2. Wefter-Harburnbead. 

3. Wellbeadlands of Wiliamffon. 

4. Dreffelrig, Sandygate and Backftonford, 

‘Nota. ifany Perfon hag a-mind to purchafe upon reafon- 
able Terms, before the Day of Roup, they may enquire at, 
the faid James Scor, or George Dick; at both which Places 
they may be treated. with. And the Lands are to be fet up 
at Twenty Two Years Purchafe. , 


: Printed For and ‘By Mrs. Thomas and Walter Ruddimans. Sold at the Printing. 


At both which Places, © 

















